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LIMITED OFFICIAL USE MUSCAT 039 

E.O. 11652: N/A 
TAGS: MASS MU US 

SUBJECT: FMS: REQUEST FOR TECHNICAL ADVICE ON TOW 
EQUIPMENT FAILURES 

1 . UNDER COVER OF JANUARY 5 LETTER, EMBASSY RECEIVED RATHER 
PLAINTIVE INTRA-SAF COMMUNICATION RELATIVE TO FAILURE OF TOW 
IR SOURCES. TEXT STATED, INTER ALIA, "WE DO NOT KNOW WHY 
THESE ITEMS ARE GOING UNSERVICEABLE. THEY SHOULD BE OPERATED 
FROM A 24- VOLT VEHICLE SYSTEM, HOWEVER OUR VEHICLES HAVE 12- 
VOLT SYSTEMS WITH THE RESULT THAT WE HAVE HAD TO OPERATE THE 
EQUIPMENT FROM BATTERIES INDEPENDENT OF VEHICLE ELECTRICAL 
SYSTEM. IT IS JUST POSSIBLE THAT THEY BLOW WHEN THE VOLTAGE 
DROPS, THOUGH THIS SEEMS UNLIKELY... WE SHOULD LIKE (TO KNOW) 
WHETHER ANY TECHNICAL ADVICE CAN BE OFFERED TO SUGGEST A REMEDY 
FOR THE FAULT WHICH APPEARS TO AFFECT THESE ITEMS..." 

2. REQUEST COMMENTS OR ADVICE WHICH MIGHT BE PASSED TO SAF 
RE THIS SPECIFIC POINT. 
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